Government of Kerala 

ScSjOg ar\)(3€e6)0(3 
2011 


I 


Reg. No. (0831. cn(tu(3 
KL/TV(N)/12/2009-2011 




Vol. LVl 

(uoejio 56 


Thiruvananthapuram, Tuesday 

<3)1(0J(Ua)CtiDaJJ(0o, O-iJOty 


4th January 2011 
2011 s3cr)j(U(0l 4 
14th Pousha 1932 
1932 otOTOoHo 14 


No. 


1 


Medical Education Department 

TENDER NOTICE 


No. C3/20051/2010/MCT. 


8th December 2010. 


Sealed competitive tenders are invited for the purchase of Disposable items for the Department of 
Nephrology, Medical College Hospital, Thiruvananthapuram. Tender should be superscribed as tender numbered 
and addressed to the Principal, Medical College, Thiruvananthapuram, Pin-695 011. Details can be had 
from this office on working hours till 3.30. p. m. 

Tender No.—84/10 to 88/10. 

Cost of tender forms : 

1. Tender No.— 84/10 to 87/10. 

Original—' 1,040 (Including Tax) each tender 

Duplicate—' 520 (Including Tax) each tender 

2. Tender No. 88/10. 

Original—' 520 (Including Tax). 

Duplicate—'312 (Including Tax). 

Last date and time of sale of tender form— 

11-1-2011, 3 p. m. 

Last date and time of receipt of tender—12-1-2011, 2.30 p. m. 

Date and time of opening of tender—12-1-2011, 

3 p. m. 

Tender forms can be had from the office the Principal, Medical College, Thiruvananthapuram-11 up to 
3 p. m. on working days. Tender forms will be sent through post if required provided due amount with sufficient 
postage charge (Rs. 50) is sent by way of Money Order in favour of The Principal, Medical College, 
Thimvananthapuram, Kerala State, Pin-695 011, 






Money Order should reach this office on or before 

5-1-2011. No other form of remittance will be accepted. 
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Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 
[No. 09/2010-11/CNA] 

No. Bl/1199/10/CNA. 3rd December 2010. 

Sealed tenders are invited for the purchase of Personal Computers for Govt. College of Nursing, Alappuzha. 
The tender should be superscribed 

“Tender No. 09/2010-11/CNA for the Supply of Personal Computers” and addressed to the Principal, 
Govt. College of Nursing, Alappuzha. Approximate Cost is ' 2,00,000, EMD 1%. The last date fixed for the 
receipt of tender is at 3 p. m. on 14-1-2011 and opening is at 
4 p. m. on 15-1-2011. Sale of tenders will be closed on 13-1-2011 at 4 p. m . The cost of tender is ' 550 and 
duplicate copy is ' 300. The tender form is not transferable. Money order will be accepted towards cost of tender 
form till 6-1-2011. ' 50 should be sent additionally if needed by post. More details can be had from the office of the 
imdersigned on all working days. 
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Govt. College of Nursing, ( Sd.) 

Alappuzha. Principal. 

TENDER NOTICE 

No. C5/14033/2010/MCK.2(5t/j November 2010. 

Sealed competitive tenders are invited for the purchase of Various Equipments for the Department of 
Cardiothoracic Surgery of Medical College, Kottayam. 

Tender forms can be had from this Office on payment of prescribed cost in cash or by Money Order. No other 
modes of remittance will be entertained. Those who requires tender forms by post, a sum of ' 40 will be added 
towards postage charges. Money Orders should reach this office at least 10 days prior to the closing date of tender 
sales. Cost of tender forms will not be refunded. 

SI. Tender No. and Cost of No. Name of Equipment tender 

with Quantity forms 

1 CVTS/9/2010/MCK—ECG SP02 and 416 NIBP Monitor—2 Nos. 

2 CVTS/10/2010/MCK—Surgical Instruments „ 
for Cardiothoracic procedures—1 Set 

3 CVTS/11/2010/MCK—ICU couches— 

2 Nos. 

Last date and time for sale of tender form—14-1-2011, 12.30 p.m. 

Last date and time for submitting of tender— 

14-1-2011, 1p.m. 

Date and time of opening tender—14-1-2011, 2.30 p.m. 

The duly signed tenders superscribed on the envelope as “Tender No. C5/14033/10/MCK” for the Purchase 

of..addressed to “The Principal, Medical College, Kottayam-8” should reach this office on or before 14-1- 

2011. Tenders received late will not be entertained. The duly received tenders will be opened at 2.30 p.m. at the 
stipulated time in the presence of the tenderers or their authorised representatives who may present at that time. 

Further details can be obtained from this office during working hours. The undersigned reserves the right to 
reject any tender without assigning any reason. 

(ic05O§(n)o 6 )i2icu)1<s6)(o 3 (S<Sj0(Sgsl6)ej tftioacuncscxDO 

6 >(!j) 00 ocrul<£b oileocncoirolaD catajojoajifflocn) oiloilu) goJcft,ffl6m6BT3(38 cuoesnjcmajilcnoQQil 3^<^o(rD2c0D(/3 

(ftiai6m1c0S)jonDj. 

(_o93l2 5)S ^ CDOmO^O gnJo93®6m((5T(y)l5)C1^ 6)S ^ 

ODoru^ (Sojffljo (i3)6n;^(Ujo ciciOOoraTijilfflcig 




1 cn)1.(iil.gl.o3)nTJ./9/20io/n3)o.cru1.6)tej.— 4i6 

ffi.orulsl. og)(ru.oJl.a.2 

0^0(3.6)ci^.6Tljl.fdl. CBffiOSrnlO^ 2 fi^ST^O 

2 Cro1.Qi1.g1.na)CrU./lO/2010/ng)O.Cru1.0c9). 416 

ce)0(3ajL)1(iQ3)0O(ij)0O0cru1c^ crD^sol 
gnJcft.fflSrD63I3(/3-1 OCTUO 

3 cro1.Qi1.g1.na)cru./ii/2Oio/(ig)o.crul.Oc0D.— 4i6 
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oiaiajaaiffljggQj^ 40 ojoj (grauilo&o asmlecHioaojo^ carajOffll raraaDCcoa roiosm. asml so^ajoo2<fijC/3 3(3'iejocru oilraSijjCD 
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aenDlioacOTjOaOffljorDcaioena. 
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Medical College, (Sd.) 

Kottayam-8. Principal. 

TENDER EXTENSION NOTICE 

No. C5/17036/2010/MCK.70?/! December 2010. 
Sealed competitive tenders are invited for the purchase of Various Equipments (14 Nos.) for the newly 
constmcted Obstetrics and Gynaecology Block in Medical College, Kottayam. 

SI. File No. and Cost of No. Name of Equipment tender 

with Quantity (Nos.) forms f) 

1 C3/21/0&G/2010/MCK—Protable X Rayl,040 Unit 50 MA—1 

2 C3/14/0&G/2010/MCK—ICU Ventilator—1 3„432 

3 C2/36/0&G/2010/MCK—Infant Ventilator—11,560 

4 C3/15/0&G/2010/MCK—Cardiac Monitor—8 832 


5 C2/27/0&G/2010/MCK—C02 Incubator—1 1,040 

6 C2/35/0&G/2010/MCK—Phototherapy—9 416 

7 C2/31/0&G/2010/MCK—Mammography—1 2,808 

8 C3/18/0&G/2010/MCK—Spotlight—3 312 

9 C2/23/0&G/2010/MCK—Portable Ultrasound 

Scanner—1 1,040 

10 C2/28/0&G/2010/MCK—Centrifuge—2 416 

11 C2/29/O&G/2010/MCK—Inverted 

Microscope—1 2,808 

12 C2/39/0&G/2010/MCK—Cryocautery—1 312 

13 C5/04/0&G/2010/MCK—Vacuum Extractor—3 416 




14 C3/39/0&G/2010/MCK—Labour coat/Bed—6 624 


Last date and time for sale of tender form—11-1-2011, 12.30 p. m. 

Last date and time for submitting of tender— 

11-1-2011, 1p.m. 

Date and time of opening tender—11-1-2011,2.30 p. m. 

Tender forms can be had from this Office on payment of prescribed cost in cash or by Money Order. No other 
modes of remittance will be entertained. Those who requires tender forms by post, ' 40 will be added towards 
postage charges. Money Orders should reach this office at least 10 days prior to the closing date of tender sales. Cost 
of tender forms will not be refunded. 

The duly signed tenders superscribed on the envelope as “Tender No. C5/17036/2010/MCK” for the Purchase 

of..addressed to “The Principal, Medical College, Kottayam-8” should reach this office on or before 11-1- 

2011. Tenders received late will not be entertained. The duly received tenders will be opened 
at 2.30 p. m. at the stipulated time in the presence of the tenderers or their authorised representatives who may 
present at that time. 

Further details can be obtained from this office during working hours. The undersigned reserves the right to 
reject any tender without assigning any reason. 
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(granJj^sn^fflootDeajio rarajoa) 3(3<iejo(rDjcft.(/3 oJolcosriolcoajonoOT)^. csDiDOcrufflcsDo eieimooQ) acSfieioorujcfcaa 11-1-2011, oolaailOT) 
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Medical College, (Sd.) 

Gandhi Nagar, Kottayam. Principal. 

TENDER NOTICE 


No. C5/19763/2010/MCK.2(5?/i November 2010. 

Sealed competitive tenders are invited for the purchase of Various Equipments for the Various Department in 
Govt. Medical College, Kottayam. 

Cost of tender form—Rs. 832 for SI. No. 1,'. 1,248 for SI. No. 2,'. 1,040 for SI. Nos. 3,12,' 416 for 
SI. Nos. 4, 5, 6, 7, Rs. 1,352 for SI. No. 8,'. 1,456 for 
SI. No. 9,' 1,144 for SI. No. 10 and' 2,392 for 
SI. No. 11. 

Last date and time for Purchasing of tender— 

14-1-2011, 12.30 p. m. 

Last date and time for submitting of tender— 

14-1-2011, 1p.m. 

Date and time of opening tender—14-1-2011, 2.30 p. m. 

Tender forms can be had from this Office on payment ' prescribed cost in cash or by Money Order. No other 
modes of remittance will be entertained. Those who requires tender forms by post, ' 40 will be added towards 
postage charges. Money Orders should reach this office at least 10 days prior to the closing date of tender sales. Cost 
of tender forms will not be refunded. 

The duly signed tenders superscribed on the envelope as “Tender No. for the Purchase 

of..” addressed to “The Principal, Medical College, Kottayam-8” should reach this office on or before 

14-1-2011. The due date mentioned in the schedule. Tenders received late will not be entertained. The duly received 
tenders will be opened at 2.30 p.m. at the stipulated time in the presence of the tenderers or their authorised 
representatives who may present at that time. 

Further details can be obtained from this office during working hours. The undersigned reserves the right to 
reject any tender without assigning any reason. 
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aijcraoi^ raanejocruj<6jC/3 o&aiolmj aijcOiglroS “3(3fieiocru ODcni^ crul 5/i9763/i0/o®o.(ru1.Ocft,. goJcaosmoioilsicig GoJ® 

. nfflcm ceioej>pje(i3Ti5)osjce)2sT’ “(.oJla6cru1(jjo(/3, oaiajo1<ss)ro3 CcOjoegs, dc&agoQio-s” tig)cm afleiocruroirolroS 

14-1-2011 aijCTOfii eje1c0S)«5rij)ces)ai1cJDo (TOoaicsscces) roiosm. mlaailOT) cruaicnKijKyilmjeaoniio eielcosijcmcano OTOojjcasn^aiooQKiOTio 
(313)00) 3(3fieiocrDjcft>(;3 ojffl1cosm1tes)jam(!j)a. ooimocruaiQoio eie^aiooQ) 3(3r>eiocn)j<i9j(33 14-1-2011, 2.30 ojl.n^o.aD/mlaajIsT) cruaiooio 

OT)JOc8S)jaD(OTOSm. 

(Ul(®3 011(110633(33 3a'^ocru oj(.(3)(aT3)1emo®sO(jjo eiejiaiosm. ooioocoiooj c&oosmoijo cfcosmlcosiosxo) 3^<^0(rDjcft.a3 
mlfflorulcosijoiomjgg (3t3CDltej0fflo toJla3(rDlajog1(D3 mIcM/InJcoiaiosm. 

List of Equipments 

SI. No. Name of Equipment with Quantity 

1 Immunoflulorscence Microscope—1 No. 

2 Cryostat—1 No. 

3 Fiber Optic Bronchoscope—1 No. 

4 Pulmonary Function Test Machine—1 No. 

5 Non Invasive Ventilator—1 No. 

6 Endtidal C02 Pulseoxymeter—1 No. 

7 Blood Gas Analyser—1 No. 

8 Operating Microscope—1 No. 

9 Multipara Monitor—8 Nos. 

10 Defribillator—3 Nos. 

11 Ultrasonic cutting and coagulating device—1 No. 

12 Electronic Morcellator—1 No. 

Medical College, (Sd.) 

Gandhi Nagar, Kottayam. Principal. 


TENDER NOTICES 

( 1 ) 




No. S6/14573/2010/MCC. 


4th December 2010. 


Sealed and competitive tenders in the prescribed forms are invited from the manufacturers or authorized 
suppliers for the supply of Pass Box for PCR with HEP A Filter for the Department of Microbiology, Medical 
College, Kozhikode. 

The total approximate cost of' 75,000. 

Tender forms can be had from the office of the Principal, Medical College, Kozhikode directly on payment of 
Rs. 416 on or before 15-1-2011, 3.30 p.m, or by Registered Post on or before 7-1-2011, 3.30 p.m. producing Money 
Order taken in favour of Principal, Medical College, Kozhikode for ' 456. Tenders should be superscribed as 
“S6/14573/10/MCC” and addressed to the Principal, Medical College, Kozhikode. Tenders should be submitted on 
or before 17-1-2011, 11 a.m. Belated tenders will not be accepted. Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper worth ' 100 and EMD @ 1% of the total cost of items 
tendered for. The tenders will be opened at 17-1-2011 at 11.30 a.m. in the presence of the tenderers or their 
authorised representatives. Duplicate copy is ' 208. 

Rate should be quoted in Indian Rupees only against payment. The tenders, without the agreement and 
sufficient Earnest Money Deposit and the tenders that do not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamps etc., will not be accepted towards the cost of the tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, on request, along with the remittance of ' 137 by 
Money Order taken in favour of Principal, Medical College, Kozhikode. 

Further details can be had from the office of the Principal, Medical College, Calicut during working hours. 

(icft.o<p1et66)os 6)fflcu)1c86)ro3 Ccftiocigslnej ooffletoSjoamcoaogsl aileocnOTrolceJceffloajaajifflooQ) oJOcr^ eenjOAcrD cJI. 

crul.c3ra)(3. ojlrarij) cmlcjj cio1(!58g^ oilroxaemo o^jJ^janDonleejcea cnl^amosnocBoglraS cnloDjo (TOocn1<ej^OT) ODlejaffloolasS (nlaujo 
ffljC36)QJ^ro)jo fflt!5rDffloann^o1(ij)i2io<a)(ij)2fflooQ) s^'iejocrujcSDaS cMdsml^jfflaiOggjanDj. 

(3r5S89>ro5 (OTJcft.—' 75,000 

cnlfflRDCoojio—6)s a anjcfcoffljos aaj Mcmmcno. 

3^<^ocru eciOOOOTKDlong oilej : 
aolsIcrxoS—' 4i6 
(iJ)oJO«53QJ<p1—' 450 
ajL)i2.j1Cc86)g—' 208 

ra^oejocru cnOooeaBC/S ot)oJO(!53qj<p 1 QjIraScjjcn snlajcm ot)1oq)(!J)1oq)Jo crufflomajjo—7-1-2011 g^oditoa 3.30 asml. 

3^<^ocru e(i£ioo63t3C/3 email ejeltsajam raraojcruom aildDOTiloffljo (roffloaiaijo—15-1-2011 g^offlcoa 3.30 aeml 


3^<^o(rD2ce)C/3 

crufflQffiOJjo—17-1-2011, aodilaei 1 

crujIcaalcsajaT) 

1 aeml. 

(31501 (room 

(3)1(33) (3)1(XJ)Jo 

3^<^0(rDjcft.(/3 

17-1-2011 aooilaej 11.30 fflanl 

(OTjOcoajaT) 

(3)1(33) ailOOJJo 

crufflcxjojjo— 

3^'^oarojo9)(/3 

“n0CrU6/l4573/lO/(i0oCru1(ruT’ 

o^om 

efflaej>pje(!5rij)OSj<Sj2s1 

email 

maScftijoOjeQQio 

(.aJla6cn)1ajO(33, 


fflanjolcoaaS ecfcoegs, e<fijO>p1ec06)OS-673 008 ci^om ailejocrDOjrijilaS raraoQxmecoa aiosrn. fflaojcftl cangjorn 3(3fiejocn)jcft.(;3 
cn)j1<S5a1<66)joma)m. 3(3fiejocrujcO)C/3 ffljc&glaS crojiijlcjjl^lalcoajam dlajcruo 17-1-2011 aooilaej 11.30 asmlosa 3ar>ejo(rDjc9)Oa 
fflogeofflo raTaomlcOj^OT) tn-iailmluilc&gjaseofflo cruoamlfiDjiaTijilaS aijOceaatjjsjo. aioJoeilaS eielecsa 3^'^ocru 
Ccicoomilang ailejQBOoon asmleoaiocSajoa aslacfti aagooDjo (rujIo&aloOffljcmaim. 

100 ajoj oileKXDjgg ecftiag ffljc3ijjC®)®''0>1a3 mlaafla) ffloai^oojooneijgg (rDi2ma)oJi.®>o ajom3(!5rij) aijcfcoaijas 1 % mlaai 
C3ajj,eaT3)OS2cej2s1 3^<^0(rulaa§ (rua(3a|lec96) aioem. 



cftijsjcnroS oJlajoemsoS 

(.nJOJ^rairol 3laj(ru6BT3g1(o3 eje1c0S)jcTT>«j)OsrD. 


taJCrU(!J)J(OT 


sociDlcrDlroScnlanDjo 


Specifications 

Pass Box for PCR with HEPA Filter, 

Size 24"N x 24" H x 24" D power supply 220V, 

Single Phase, 50 cycles AC. 


( 2 ) 

No. S2/12981/2010/MCC. 4th December 2010. 

Sealed competitive tenders in the prescribed forms are invited from the manufacturers or authorized dealers 
for the supply of Accessories for Isokinetic System due on 19-1-2011 and should be addressed to Principal, Medical 
College, Calicut-673 008. Belated tenders willnot be accepted. The last date of sale of tender forms will be 18-1- 
2011. Sale of tender form by post will be closed on 10-1-2011. Last date of receipt of tender form is 19-1-201 111 
a.m. Tenders will be opened at 11.30 am on 19-1-2011 in the presence of such tenderers or their authorized 
representatives who may be present at that time. 

Superscription—Tender No. S2/12981/2010/MCC. 

Cost of tender forms : 

Original—' 2,080 
By post—' 2,110 
Duplicate—' 1,040. 

Address form whom the tender form and to whom the tender is to be submitted—Principal, Medical College 
Kozhikode, Kerala-673 008. 

Date up to which the rates are to be firm—31-6-2011. 

Intending tenderers can obtain tender forms directly or by registered post on payment by money order from the 
Principal, Medical College, Calicut. Tender forms are not transferable. Cheque, Draft, Postage stamps etc. will not 
be accepted towards the cost of tender forms. 

Each Tenderers should send along with an agreement signed and executed in Kerala Govt. Stamp Paper worth 
100 and EMD @ 1% of the total cost of the items tendered for. Rate should be quoted in Indian Rupees only. The tenders 
without the required earnest money deposit and agreement and not satisfying the other tender conditions are liable to reject 
without any notice. Duplicate copy of the tender forms can be obtained on payment. Samples for the quoted items should be 

submitted on demand. 

Further details can be had from the office of the Principal, Medical College during working hours. 

ecft.o<p1et66)os oi2njL)lt66)(!58 (icfeocgsloej socid cruaoJocSscrD 6)i2iojLncrulaDl(iej<effl eiofliGcrDonoceicnglceb 

crulm^OTroloo^ raiacnjenjcru) cruoiataftcfcaS Qilsnosmo 6)iij(^2anD(ij)1(iej<i9ffl cnlcSiazoanoceaglraS mlcnDjo OTOocnla)^®) oilroxasmcBoo 
oIroS mlonDjo ajL^noi^ fflraruoosloruoocDcoirolejjgg s^fieJocrujcaDaS teAieml^jOo&oggjomj. 6^<^ocru2cej(;3 n®cru2/i298i/20io 
o3)o.crul.crul. (igiom effl6)ej>pjG(OTJ)OSjcej2s1 (.nJIaScrulijjoaS, fflaoulceatoS Go&oeg^, Cte3O>p1(ic06)OS 673 oos <10037 ailejoourairolroS 
OTOofflOTGcea «5)osm. 19-1-2011-cn fflooilfflei 11-cn oaonaio ejelosojon o^'iejocrujcaiaS oujlceiolceajomsnm. 3(3<imocrujc0ia3 19-1 

-2011-07 ffloolloei 11.30-07 O^'ieiOOUJoOiOfflSXI^CQQIO (3T5oCn°l<ei^OT) ci0SO^fflag(IOQ)O OUOOT)1f3JDi«5riJ)1ro3 OT)JOc06)67<jJSJO. 

3^<iejooru (Sciooomiloog oilei : 

QO1s 107(!53—' 2,080 
«j)<iJoro3ai<p1—' 2,110 
ajoijnjlccsag—' i,040. 


oilei t<iJO6meij|rai;j)lei1ffl1c06)joT7 otiIoqxoiI—31-6-2011. 



3^nejocru (iciD0O63i3a3 (S<fijO>p1ec06)OS nfflojDlcSoroS Ccftiocg^ (.oJlaScruItjjoglaci^ eoaDlcrulraSaDloDjo 18 - 1 - 2011 , 3 aisml 
Qjfflffl (icDo1§jo 10 - 1 - 2011 -CD ajcnj ffismlcoBocSajDa (3t3(H)Q3)<fi6)2CTD tiJcBAio oslcruetsojo (moJOtoS ffljesuanoKjo ejejiiaosm. 
3(3fiejo(ru CciDooemsgjns ailejoroooQn aisml qo^ojo^ a<pl6)cfti o^iJceo (.fUiOoDO CoJocr^ssS ajanejocoxu cn)j°lcft.(a1c0S)janD(!j) 

3^<^ocru eciD0O63i3C/3 fflOo&aooo o^jJ^ooS ojosjggo)^. 

100 ' Qjlejca)jgg ecft,fflg aj(.3oJl.3(i3Ti5)1ro5 ODlaailsj) 

aocOT^cftiOQnejjgg cruaaro)oj(.OT)o 1 % cnlffl(ij)C 3 aJi(i(! 5 Kj)OSjce) 2 s 1 3 ^'^ 0 (rDl 6 )a§ tfejos crua^ajleoBffl onosm. ojlejcfeoS ^ 03)^08 
ojoJOffllosS (Sffl6iJ6)ijjsj(i«3Ti5) (OTOsm; 3(3fiejocru Ccicooo nfflc&aooo 6)iiJ(5/oa3 njosjggsj)^. c3ra)(uaajifflajsjanDoJc9iiio ojolcoaou) 
cn<ej(/ 8 c 0 S)O(SJ)l oruocnilgjo&aS (ino^ffloCcSS) (inosm. ojsmo 

(gi8S(x»c06)janDoj<0Aio njDjijojICceQg 3^'^ocru dciDooesBoS 

ejeltBOJOD (0)0603. 

cnl6nj(TU)aDc8Da3 nJoeilc86)oraTij) 3(3fiejocn)jcej(/3 (xxoocOTOfflj ajonodlcxjncjjjo tfe^sooco) cn1fflcn)1<e6)jonD(!j)06n). <ejjsj(0)(o3 
(1jIcu®6bt3(o 3 tnJcrucOTjOT) sotiDlcTultoScrncinojo 

cn)a(!Q)63Bg1(!53 eje1c06)j(n)(!j)OGn). 


Schedule of Materials 
Accessories for Isokinetic System—1 set 

1 Should be supplied with accessories for back attachment, which is useful for trunk testing and rehabilitation 
in fully functional standing position. 

2 The Unit should be easily attach and work with the existing Isokinetic System installed in the department of 
PMR. 

3 It should have anterior tilt and posterior tilt. 

4 It should have hip and knee angle adjustment, hand support, pelvic lower limb & foot stability. 

SShould provide warranty for 2 years. 

6 Should provide AMC for 5 years after warranty. 

7 Attachment for unilateral and bilateral leg press and chest press should be provided. 

Office of the Principal, Medical College, (Sd.) 

Kozhikode-8. Principal. 


TENDER EXTENSION NOTICE 

No. S1/12012/2010/MCC. 10th December 2010. 

Sealed and competitive tenders in the prescribed form are invited from the manufacturers or authorized 
Dealers/Distributors for the supply of various equipments to Advance Diagnostics Lab, Medical College, 
Kozhikode. 

The envelop containing the tenders should superscribed as “Tender No.” for the supply 

of..due on . and should be addressed to the “The Principal, Medical College, Calicut-678 008”, 

Kerala. Belated tenders will not be accepted. The tender will be opened at 11 a.m. on the date specified below 
against each tenders in the presence of such tenderers or their authorized representatives who may be present at that 
time. Intending tenderers can be obtained tender forms directly or by registered post on payment by money order 
from the the Principal, Medical College, Calicut. Each tenderers should send along with the tender an agreement 
signed and executed in Kerala Govt. Stamp Paper worth ' 100 and EMD @ 1% of the total cost of the items 
tendered for. 


Closing date 

13-1-2011, 3 p.m. 

and 

time 

of 

sale 

of 

tender form— 

Due date 

5 p. m. 

and 

time 

of 

receipt 

of 

tender—13-1-2010, 






Due date and time of opening of tender—14-1-2011, 11 a. m. 

Closing date of sale of tender form by post— 

5-1-2011, 3 p. m. 

Due date upto which the rates are to be firm— 

30-6-2011 

Cost of tender form : 

Original—' 1,768 for SI. No. 1, ' 6,240 for SI. No. 2 and '612 for SI. No. 3. 

Duplicate—' 834 for SI. No. 1, ' 3,120 for 

SI. No. 2 and ' 306 for SI. No. 3. 

By Post—' 1,808 for SI. No. 1, ' 6,280 for 

SI. No. 2 and ' 652 for SI. No. 3. 

Rate should be quoted against payment in Indian Rupees only. The tenders, without the required Earnest Money Deposit 
and agreement and not satisfy other tender conditions are liable to rejected without any notice. 

If requested the equipment should be demonstrated. Tender forms are not transferable. Cheque, Draft, Postage 
Stamps etc., will not be accepted towards the cost of the tender forms. Duplicate copy of the tender forms can be 
obtained on payment. Further details can be had from the office of the Principal, Medical College, Calicut during 
working hours. 

ecft.o<p 1 ec 0 S)OS offlcun<s6)ro5 (icft.oegs1(Scr)oscr)j6nj(ru)l^jgg rataaujoaaaru njL)OQ)caDO(r^1<fiffl ejosnilcejcea ailojlu) ojcruonj 
ssiai oilcOTOsmo 6)iiJ<^janDro)1eejc6a ODl^amosnocBoglraS cnlcaDO 

OTOocnlca)^®) oulejafflOffllroS cnlGODO ffltsrDoosIcruoocnoKnlejjgg B^'^ocrujcft.aS cMdsml^jncfeoggjcmj. 

ra^'^ocrDjcft,a3 caracOTcn (iffloej>pje(aT!j)0Sj<fij2s1 Cfdla6cru1ajoc/8, aaoDltefixoS Go&OGgs, Gce)O>p1(ic06)OS, Co&ogo, 


ajlCl8eca)OClD-673 OOf 

! ofl)cm ciileiocrucoTinlroS raiatSDCicoa 

(OTOsrh. a®mcft>1 codgjcm 3^'ieJocrDj<eja8 

crDj1<Sj®1c06)jcm«j)m. 

3(3'^ocru2c9)a3 

(!J)06)>P Ocft.OSJ(aTiJ)l®1t66)JC 

m 3lcijcru633g1ro5 ®ocu1®ej 

11 asmlcO® 

noosajgg 

3(3fiejocru2tft>offljfflse(!Q)o 

rareocnltej^OT) 

ngjSO^eogCKXDO 

cmocm1fiUi(!5rij)l(!58 as 

ijotoajcmcijiosm. 



3^<^ocru 

cruj1cO)ffl1<fi6)jcm 

(TOCucruocr) 

otiIqjdotiIqsdjo 

cmaofflcujo—13-1-20 

11 6)®(Ucft.jGcinD®o 5 aeml. 



3^<^ocru (Oijr 

icoojcm OT)1(n)®)lQ3)jo cruaoDcujo—14-1-201 

1 ®0(u1®ej 11 asmi. 



ra^aejocru Gcioooo oiltoStBojanD (Stdojcruom ot)1oq)(!J)1(!Q)Jo crDfflraxujo—13-1-2011 ooajaOjjeaDfflo 3 asmi. 

«j)oJO(! 53 aj<p1 ocS^mocrD Ccioooo afldsScOojom (graoicmocn RjilcnxOTloffljo cruffloroaijo—5-1-2011 oooJcOijeonDOo 3 meml. 


oflei cnlsao<x5)1(alc06)janD ajilooxinl—30-6-2011. 

6)S a (Sa£ioo«5rij)l6)a§ oilej : 

(graoiJRjS—' 1768, 2-ch 

6,240, 3-ch ' 612. 

aJDi2.j1ece6)g—(.“feafiDcnKa i-m ' 834, (.“^afiDcnKa 2-ch 

3,120, (.cO>fflcr)cnj(3 3-ch ' 306. 

«j)oJO(!38 oilej—(.'S’®9Dcnj(3 i-ch ' i,808, [.<9j®6ncnj^ 2-ch 

6,280, (.tOjfflCncni^ 3-ch ' 652. 

3^<^ocrD Grmoo63i3gj6)s cu1ej(x»o<s5)1 Oijjcoh, (.fUJOcihg, CoJoorgcoS (rgocnj ajOTieiotmcu crDjIo&olcOojcmOTim. '100 
mlejODjgg (joOjfflg ffljcraciJtsajKhIcaS chlciailco) aocgncftican&Jiaa cmi2m(!j)oJi.OT)o 1% chlacijitoojicroiraiosjcejjsl s^'iejocrulocig tft>j6)s 
croffl^iyicicea ccnoeih. 3(3fiejocrujc8Da3 (Ic 0 dO<p 1 csc 66 )os oaculloOffloS Ccftiocig^, (.n-nchcrolcjjoglsiag BOciolcrulroSchlcmjo (.oJcu^ajiihl 
3lcucrD63i3g1ci53 (scnffl1§jo (OToJocisS ajcssucnoKjo eielcoojcmsnoeih. 

goJcOjaemesngjffls culej ^ctoi^ciS ojojoaflejosm casuocjjsjeraiij) sh. chlsmcnucncfec/S ojoeflcsafflajsoajrij) 3(3nmocrujc9)C/3 
QQ)06)OT)0fflj ffljcmolooncjjjffllmoocij) chlfflcruloOfflsicjjsjcmcijiosrh. 



raT5)ajaai6)(jjsjaDoJteAio goJcft>ffl6TD63T3gj6)S (.oJOj^rorinaDceiiifflaj) ajaScftijgl tojra^oalcjjlecsa (otositd. ra^<^o(ru GaDooesBoS 
©OcSjfflooo 6)iiJc^oa8 nJOSjgg«j)a. ojsmo (3ras<x))<s6)janDaj<fiiiio ajD^jc^lGoBog 3^<^0(ru GciD0O63i3gjo eje1c0S)jaD(ij)O6m. 

.SjjsjOTxaS (ii1(Uffl63i3a3 ec9)0>plGc86)os fflaoulcefixaS GcftiOGg^ (.n-na3crul(jjogl6)a§ aociDicrulraSoDicTBjo IdJcrueaB 

g1(o8 eje1t66)jaDOT)06m. 

List of Items 

SI. Tender No., items Department No. and quantity 

1 S1/12012/2010/MCC—Cryostat—Pathology 
No. 1 

2 S1/13103/2010/MCC—Bench Top Pathology Flowcytometer (4 colour system) 

with 

pre-aligned air cooled argon iron 
laser—^No. 1 

3 S1/13106/2010/MCC—Twicubator— Microbiology No. 1 

Office of the Principal, 

Medical College, (Sd.) 

Kozhikode-8. Principal. 



